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2.40 (b) (S) DIRECT NCI 

ATTEMDIMG VETEPINAFIIAN AND ADEQUATE VETEWNABY CARE (DEALERS AND EXHIBITORSL 

Each dealer or exhibitor shall establish and maintain programs of adequate yeterinary caie that indude the use of 
appropriate methpdg to prevent, ppnlrgl, diagnpse, and (reel rjieeases. and injuries. 

‘**Orte of the female giraffes has overgrown rear hooves which require ihmming. Although the herd is being 
mainiained on gravel, tbia method appears to nof be elfeclive for Ihia partiolular animal in lhal her hmoves are not 
improvingk but rather hawa contmtied to get worse. . Overgrown hooves, when left onoorrectad, can over time cause 
fool and joint problents, resulting in ggjt abncK malilies, For the comfort ard health of Ihe animals, trimmirig most 
occur Iraquonlly ertough lo praveni this condition. The tacilily is in Ibe prooaas ol building a ohuta which will allow 
hoof trimming and other veterinary ar»d husbandry procedures wrthoul sedation. For correction of this non -compliant 
item, a plan with specific milestcnes and dates must be formulated and prcduc^ for review. The plan must oufline 
:£tep& fo be lahon to complete the chute and bagin actual trimmihg and must ba ready for review by 3apt. 2[}, 2D 13. 

3.130 

WATERtHO. 

All water receptacles shall be kept dean and sanitary. 

'"‘The endosure hocislng the boars has a largo metal tub filled with water which iho boars can climb Into. Tharo Is rw 
separate recepfade with drinking waier. In warm weather, the suriaoes of the the tub grow algae and Ihe water 
heoames dirty from Iho bears entering Ihe lub to cod off. On the date ol inspoctlori, this was ihe case. Far ihoir 
healih, comfort, and well being, the bears most ibe provided with clean drlnlung water from a clean receptacle, (f the 
tub cannoi be cleaned frequently enough io accomplish this, then g separate container wiih drinking water must be 
provided. Correct by Aug. 23. 2013 


An exil interview was conducted with the owners 
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